408.   A CIRCULAR LETTER

[LONDON,]

famfaf 4, 1914

^ There were at the Netley Hospital last Sunday nearly 470
Indian wounded soldiers. Many more are expected to arrive
shortly, if they are not there already, Nearly all the available
members of the Indian Volunteers Cofps are working cither as
nurses or as orderlies at Netley, The cry is for inort orderlies,

The Committee thinks that it should be considered a proud
privilege by us to be able to nurse our own wounded rouBtrymciu
At least two hundred more recruits will be required in order to
cope with the work that lies before us. The service will be rtquircd
for no more than three months. Students, therefore, will not be
called upon to sacrifice more than three months of their time after
being enlisted.

Several of our elderly countrymen have gone to Netky as
orderlies. Mr. ML A. Turkhad, ex-Vice-President, Rajkumar
College, Kathiawar, Mr, J. M. Parikh, Bamstcr-at4aw, and
Lieut Col. Kanta Piasad, I.M.S., (retired), who has served in ive
different campaigns before, are now working as orderlies at Nctky*
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409.  LETTER TO CHHAGAXLAL GAJfDHI

p
Kmtd Forf 2 [Jfmmfa 5, 1914]

CHL CHHAGANLAL,

I have your letter*

It does not seem proper that I should write to Mr. Polak from
here. Mr, West and you may do what seems best. However,
if you insist on my writing, I will. Send me tbe accounts sub-
sequent to the point where Maganlal left off, so that, in due course,
I may publish them in Bombay. Mr. Gokhak has been able to
do nothing about the accounts. He has told me not to publish
them till I have met the Committee,

1 This was signed by Gaadhiji and Gandarfau